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SOURCE: MOSCOW TELERADIOKOMPANIYA OSTANKINO: TELEVISION FIRST 
PROGRAM NETWORK IN RUSSIAN 1425 GMT 1 SEP 92 
TEXT: 
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JOURNALIST IRINA BLIZNYUK AND OSTANKINO FILM CREW INVESTIGATION 
INTO ALLEGATIONS THAT KGB DEVELOPED AND USED PSYCHOTRONIC 
GENERATORS AS MEANS OF AFFECTING AND INFLUENCING HUMAN BEHAVIOUR, 
RUSSIAN PEOPLE'S DEPUTY VITALIY URAZHTSEV AND ALEKSANDR 
YEVSTIGNEYEV, HEAD OF AN INDEPENDENT GROUP OF MILITARY EXPERTS , 
ALLEGE THAT THE RESULTS OF A JULY 1991 INVESTIGATION BY SHCHIT 
UNION OF OFFICERS, OF WHICH URAZHTSEV IS COCHAIRMAN, WERE CENSORED, 
RUSSIAN PEOPLE'S DEPUTY IGOR BEZRUKOV COMPARES OPERATIONS OF KGB 
WITH THOSE OF SECURITY SERVICES IN WEST, INTERVIEW AT THE RUSSIAN 
SECURITY MINISTRY, FOLLOWED BY INTERVIEW WITH DEPUTY MINISTER 
ANDREY BYKOV, WHO IS IDENTIFIED IN THIS POSITION BY A SCREEN 
CAPTION, FOLLOWING CLIPS OF DEMONSTRATIONS BY ACTIVISTS OF THE 
COMMITTEE FOR HOUSING ECOLOGY ((KOMITET EKOLOGII ZHILISHCH) AGAINST 
THE USE OF PSYCHOTRONIC WARFARE AND PSYCHOTRONIC FASCISM AGAINST 
THE POPULACE, BLIZNYUK INTERVIEWS EDUARD NAUNOV, DIRECTOR OF THE 
CENTER FOR PSYCHOTRONICS, WHO COMMENTS ON HIS OWN WORK AND ON 
ARCHIVE FOOTAGE OF THE HISTORY OF RESEARCH INTO EXPERIMENTS ON THE 
HUMAN BRAIN AND THE DEVELOPMENT OF GENERATORS WIIICH CAN BE USED TO 
INFLUENCE HUMAN BEHAVIOR, THE OSTANKINO CREW THEN VISITS THE ISTOK 
SCIENTIFIC PRODUCTION ENTERPRISE AT THE MOSCOW OBLAST TOWN OF 
FRYAZINO, A PLANT ENGAGED IN MILITARY PRODUCTION AND UNTIL RECENTLY 
SECRET, BLIZNYUK INTERVIEWS ACADEMICIAN NIKOLAY DEVYATKOV, 
CONSULTANT TO THE ISTOK GENERAL DIRECTOR, WHO HAS FOR MANY YEARS 
WORKED ON MICROWAVE GENERATORS FOR MEDICAL USE, DEVYATKOV, 
SURROUNDED BY EQUIPMENT INSCIRBED AS MICROWAVE THERAPY APPARATUS, 
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EXPLAINS THE ORIGINS AND USES OF MICROWAVES, INTERVIEWED IN HIS 
LABORATORY, SURROUNDED BY EQUIPMENT AND ENGLISH-LANGUAGE POSTERS 
ABOUT DYNAMIC MAGNETIC MAPPING OF THE BRAIN, ACADEMICIAN YURIY 
GULYAYEV, DIRECTOR OF THE INSTITUTE OF RADIOENGINEERING AND 
ELECTORNICS OF THE RUSSIAN ACADEMY OF SCIENCES, EXPLAINS THE 
BRAIN'S MAGNETIC FIELD, AN EMPLOYEE OF THE RUSSIAN DEFENSE 
MINISTRY'S SCIENTIFIC RESEARCH INSTITUTE, HOWEVER, INTERVIEWED 
ANONYMOUSLY, SAYS WORK WAS INDEED DONE ON PSYCHOACTIVE WEAPONS, BUT 
FOR THE USE IN TYPE OF WARFARE CHARACTERISTIC OF WORLD WAR II, 
PROGRAM CONCLUDES WITH VISIT TO THE WORLD SPIRITIUAL UNIVERSITY, 
WHICH IS NOW OPERATING IN RUSSIA USING DIFFERENT MEANS OF WORKING 
ON THE MIND FOR DIFFERENT ENDS. (25 MIN, GOOD RECEPTION)[ SGI1I 
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